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SAPCH22659 
Copy Gof 3 
24 December 1957 


MEMORANDUM FORs Acting ELINT Staff Officer 


are 


SUBJECT : Parte Missing from "C" Racke Returned te Contractor 
for Repair 


25X1A 


1, Pursuant to our telephone conversation of 24 December 1937, 
the following items were missing from three (3) "C* Racks (Stock No. 
MP«10942) returned to the Contractor for repairs 

One Door (Part of MP=10902) 

Two Power Cables (MP~10344) 

One Hand Assembly (Part of MP-10764) (Believe should be Head 
Assembly) 

Two Mixer Assemblys (MP-10759) 

One Capstan Moter (Part of MP-10764) 

Two Monitor Assemblys (MP-10771) 


2, Any information you can furnish relative to the above missing 
perts will be appreciated. 


25X1A 


Contracting Officer 
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